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Clivus: Container consists of a 
bottom section and, where a 
greater capacity is required, also 
middle sect ion (s) 

Container in functioning position: 
height 220cm or 250cm or 
280cm; length 295cm maximum; 
width 120cm 












Clivus combined with waste .water system 












